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EXHIBIT B.14 



John, Ashcroft 
Governor 

Robert Harmon, M.D. 
Director 


The radon detectors placed in your hone as part of the Missouri 
Women’s Health Study have been in place for one year. We are now. 
ready for them to be returned. 

Please follow these instructions when returning the detectors: 

1. Place the enclosed gold seals over the holes in 
the detectors. 

2. Write date removed from the room on the strip attached 
to the detector. 

3. Wrap the detectors in the encioseil aluminum foil. 

4. Return in the postage paid envelope. 

Thank you so much for participating in the Missouri Women's Health 
Study. Your detector readings will be sent to you after we 
receive them from the laboratory. * 

If you have any questions, please call the study supervisor, Joan 
Huber, or me toll free at 1-800-444-5234. 


Sincerely, 


.■6 


Patsy Henderson 
Field Director 

Missouri Women's Health Study 


Source: https://www.industrydocuments.ucsf.edu/docs/mymmOOOO 
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